To: Poetter, Joe[poetter.joe@epa.gov] 

Cc: Ackerman, Joyce [Ackerman. Joyce@epa.gov] 

From: Williams, Laura 

Sent: Fri 1 0/2/2015 2:08: 1 5 AM 

Subject: Re: Burn information for Gold King Mine Blowout 

I think we can use $400K if the million reserved for the long term monitoring. That should give us a little 
breathing room and then we can do a consolidated request all at once. Will that work? 

Sent from my iPhone 

> On Oct 1, 2015, at 4:28 PM, Poetter, Joe <poetter.joe@epa.gov> wrote: 

> 

> Laura, 

> 

> Let me know your thoughts. Do we want to tap into the $1 M we reserved for long term monitoring or 
request additional funding from HQs tomorrow. 

> 

> I'm in the office tomorrow and can coordinate a funding request through the icp if that is preferable. 

> 

> Joe 

> 

> Sent from my iPhone 

> 

» On Oct 1, 2015, at 2:56 PM, Ackerman, Joyce <Ackerman.Joyce@epa.gov> wrote: 

» 

» START's burn rate went up the last couple of days. If it stays at this rate, they are projecting they will 
be out of money on Tuesday 10/6. 

» 

» Thanks! 

» 

» Joyce 
» 

» — Original Message — 

» From: Re-Telang, Becky [mailto:Becky.Re-Telang@WestonSolutions.com] 

» Sent: Thursday, October 01 , 2015 2:40 PM 
» To: Ackerman, Joyce 

» Cc: Butterfield, W. Scott; Way, Steven; Guy, Kerry 
» Subject: Burn information for Gold King Mine Blowout 
» 

» Joyce, 

» Here is our latest burn information. 

» Thanks, 

» Becky 
» 

» Becky Re-Telang 
» Weston Solutions 
» 1435 Garrison Street, Ste 100 
» Lakewood, CO 80215 
» 303.729-6125 

» Becky. Re-Teiang@westonsolutions.com<mailto:Becky.Re-Telang@westonsolutions.com> 

» 

» 

» 

» CONFIDENTIALITY: This email and attachments may contain information which is confidential and 
proprietary. Disclosure or use of any such confidential or proprietary information without the written 
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permission of Weston Solutions, Inc. is strictly prohibited. If you received this email in error, please notify 
the sender by return e-mail and delete this email from your system. Thank you. 

» <GKM Blowout summary August and September.xls> 
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